Building Information Modelling 

Scottish Futures Trust 


Stage 05 

Build & Commission: 

Checklist 


□ 

PIM: Review Data Exchanges and validation against PLQs 

□ 

Review security strategy regularly, and in response to incidents and breaches significant internal or external changes 

□ 

Undertake regular model review meetings 
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